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POO en aed 


SeheT 


/ DPD~1157-60 
aj | 8 February 1960 


- MEMORANDUM FOR: Contracts, DPD-DD/P 


? 

a SUBJECT : MC" and "A" GFE Equipment for L Building and 
y: Prime Contractor 
\ 


Roar 1. Request you authorize EK to proceed in the manufacture and 
bt delivery of the following equipments as outlined in their memorandum 
of 11 January 1960: 


ESTIMATED 
ITEM COST. PROGRAM LOCATION 
2 each viewing tables $2000 ea. = HC & Mgnt 1 each L Building 
an 1 each FCIC .- 
2 each 70M.M. splicers $ 500 ea. nigtt 1 for L Building 
more 1 for LMSD «‘4’- sare 
2 each 5 inch splicers $ 500 ea. nai 1 for L Building 
a 1 for LMSD 
3 each 70M.M. film cradles $ 100 ea, tgtt 2 each for L Building 
ae fngn 1 each for LMSD 
3 each 5 inch film cradles $ 100 ea. matt 2 each for L Building 


raft 1 each for LMSD 


2. It is suggested and recommended that the above equipments be procurred 
on contract P0660. Cost to each program ("A" and "C!) will be 00 each. 


25X1A 


25X1A9a 
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